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IMPORTANT 

Do not build the foundation waMs 
for your greenhouse until you have 
our erection plans. 

You will save time, trouble and 
money by following our plans and 
instructions. 







REcer/EO 

APR ^7 1953 

WEW OiiLEA.Nrf, LA 



Digitized by: 




INTEHNATIONAl 



ASSOCIATION FOR PRESERVATION TECHNOLOGY 

www^aptLorg 

For the 

BUILDING TECHNOLOGY HERITAGE LIBRARY 

httpsT/arch^^ 



From the collection of: 



r?aTulane . 
V University 



Southeastern Architectural Archi\t 

Special CoLLEcnoNS 

HOWARXI-TILTON MEMORIAL LIBRARY 



htt^T/seaaJuiane^e^ 



